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Hoar Stove, 

I appreciate your call and ypur tcllinc til not to wake no up. 1 was tieed 
tired, as ndght bo oxpected from viiiat 1 was treated for at Bolins u ol:pins. Which 
is no quitf all those nodical problems# 

The cancer has been removed from tho left ear, pinna to doc tots, and the 
internal bleeding stopped without the cause being learned. *^hich was not be- 
cause they did not oxplore. 

That seoms to have ended the anemia. 

The osteoarthritis is new to me. They did not mention it. And I wa3 not 
aware of it. 

I have a filq$ of additions and inserts for Waketh but did not have time to 
do tho earlier ones# A new one i3 enclosed# 

Can t soy we wus robber but we sljte whore Mo ed down! 

Be3t, / 



